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DISCLAIMER 


This  document  was  prepared  as  an  account  of  work  sponsored 
by  the  Air  Force.  Neither  the  United  States  Government,  the 
Air  Force,  nor  any  of  their  employees  makes  any  warranty, 
©repress  ^  or  implied,  or  assumes  any  legal  liability  or 
responsibility  for  the  accuracy,  completeness,  or  usefulness 
of  any  information,  apparatus,  product,  or  process  dis¬ 
closed,  nor  represents  that  its  use  would  not  infringe  on 
privately  owned  rights.  Reference  herein  to  any  specific 
commercial  products,  process,  or  service  by  trade  name, 
trade^rk,  manufacturer,  or  otherwise,  does  not  necessarily 
constitute  or  inply  its  endorsement,  recommendation,  or 
favoring  by  the  United  States  Government  or  the  Air  Force. 
The  views  and  opinions  of  authors  expressed  herein  do  not 
necessarily  state  or  reflect  those  of  the  United  States 
Government  or  the  Air  Force,  and  shall  not  be  used  for 
advertising  or  product  endorsement  purposes . 


Available  to  the  pxablic  from  the 
National  Technical  Information  Service 
U^  S .  Department  of  Commerce 
5285  Port  Royal  Road 
Springfield,  VA  22161 


“^ii^  report  and  those  involved  in  its  preparation  do  not 
endorse  any  product,  process,  or  company  stated  herein.  Use 
of  these  means  by  anyone  does  not  imoly  nfa-rt--i  -F-i  f-a-i—i  on  jjy  the 
Air  Force  CALS  Test  Network  (AFCTN) ." 


AFCTN  Test  Report  AFCTB  Test  Report 

93-067  93-038 


Contents 

I.  Introduction . 1 

1.1.  Background . 1 

1.2.  Purpose . 2 

2  .  Test  Parameters . . . 3 

3.  1840A  Analysis . 6 

3.1.  External  Packaging . 6 

3.2.  Transmission  Envelope . 6 

3.2.1.  Tape  Formats . 6 

3.2.2.  Declaration  and  Header  Fields . 7 

4 .  IGES  Analysis . 7 

5  .  SGML  Analysis . 7 

6.  Raster  Analysis . 8 

7.  COl  Analysis . 9 

8 .  Conclusions  and  Recommendations . 12 

9  .  Appendix  A  -  Tapetool  Report  Logs . 13 

9^1*  Tape  Catalog . 13 

9.2^  Tape  Evaluation  Log . .14 

9.3.  Tape  File  Set  Validation  Log . 17 

10.  Appendix  B  -  Detailed  SGML  Analysis . 21 

10.1.  Exoterica  Validator  Log . 21 

10.2.  Datalogics  Parser  Log . 23 

II.  Appendix  C  -  Detailed  Raster  Analysis . 24 


AFCTN  Test  Report  AFCTB  Test  Report 

93-067  93-038 


11.1.  File  DOOIROOI.  .  .  ; . . . 24 

11.1.1.  Output  HiJaak  for  Windows . 24 

11.1.2.  Output  g42tif f/IslandPaint . 25 

11.1.3.  Output  IGESView . 26 

11.1.4.  Output  Preview . 27 

11.1.5.  Output  HiJaak/Ventura  Publisher . 28 

11.2.  File  D001R004 . 29 

11.2.1.  Output  HiJaak  for  Windows . 29 

11.2.2.  Output  g42tiff/IslandPaint . 30 

11.2.3.  Output  IGESView . 31 

11.2.4.  Output  Preview . 32 

11.2.5.  Output  HiJaak/Ventura  Publisher . 33 

12.  Appendix  D  -  Detailed  COI  Analysis . ..34 

12.1.  File  D001C002 . . 

12.1.1.  Parser  Log  MetaCheck . 34 

12.1. _2.  validcgm  Log . 35 

12.1.3.  Designer . . 

12^-1^ 4 .  Output  Harvard  Graphics . 38 

Output  forreview . 39 

12.1.6.  Output  cgm2draw/IslandDraw . 40 

12.1.7 .  Output  Venttira  Publisher . 41 

12.1.8.  Output  IslandPraw . 42 

12.2.  File  D001C003 . . 

12.2.1.  Parser  Log  MetaCheck . 43 


ii 


AFCTN  Test  Report 
93-067 


AFCTB  Test  Report 
93-038 


12.2.2.  validcgm  Log . . . .....44 

12.2.3.  Designer . 46 

12.2.4.  Output  Harvard  Graphics . 47 

12.2.5.  Output  forreview . 48 

12.2.6.  Output  cgin2draw/IslandDraw . 49 

12.2.7.  Output  Ventura  Publisher . 50 

12.2.8.  Output  IslandDraw . 51 

12.3.  File  D001C005.. . 52 

12.3.1.  Parser  Log  MetaCheck . 52 

12.3.2.  validcgm  Log . 53 

12.3.3.  Output  Ventura  Publisher . 55 


AFCTN  Test  Report 
93-067 


AFCTB  Test  Report 
93-038 


1.  Introduction 
1.1  Background 


The  Department  of  Defense  (DoD)  Air  Force  Continuous  Qc- 
quisition  and  Life-Cycly  Support  (CALS)  Test  Network  (AFCTN) 
is  conducting  tests  of  the  military  standard  for  the  Auto¬ 
mated  Interchange  of  Technical  Information,  MIL-STD-1840A, 
and  its  companion  suite  of  military  specifications.  The 
AFCTN  is  a  DoD  sponsored  confederation  of  voluntary  partic¬ 
ipants  from  industry  and  government  managed  by  the  Elec¬ 
tronic  Systems  Center  (ESC) . 

The  primary  objective  of  the  AFCTN  is  to  evaluate  the  effec¬ 
tiveness  of  the  CALS  standards  for  technical  data  inter¬ 
change  and  to  demonstrate  the  technical  capabilities  and 
operational  suitability  of  those  standards.  Two  general 
categories  of  tests  are  performed  to  evaluate  the  standards; 
formal  and  informal. 

Formal  tests  are  large  and  cort5>rehensive,  which  follow  a 
written  test  plan,  require  specific  authorization  from  the 
DoD,  and  may  take  months  to  prepare,  execute,  and  report. 

Informal  tests  are  quick  and  short,  used  by  the  AFCTN  tech¬ 
nical  staff,  to  broaden  the  testing  base.  They  include 
representative  samples  of  the  many  systems  and  applications 
used  Jay  AF.CTN  participants.  They  also  allow  the  AFCTN  staff 
to  gain  feedback  from  many  industry  and  government  inter¬ 
pretations  of  the  standards,  to  increase  the  base  of  par¬ 
ticipation  in  the  CALS  initiative ,  and  respond  to  the  many 
requests  for  help  that  come  from  participants.  Par¬ 
ticipants  take  part  voluntarily,  benefit  by  receiving  an 
evaluation  of  their  latest  imp  1  ementat i on  (interpretation) 
of  the  standards,  interact  with  the  AFCTN  technical  staff, 
gain  experience  using  the  standards ,  and  develops  increased 
confidence  in  them.  The  results  of .  inf ormal  tests  are 
reported  in  Quick  Short  Test  Reports  (QSTRs)  that  briefly 
sxtnmarize  the  standard (s)  tested,  the  hardware  and  software 
used,  the  nature  of  the  test,  and  the  results. 
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1.2  Purpose 


The  purpose  of  the  informal  test,  reported  in  this  QSTR,  was 
to  analyze  Hughes  Missile  System's  interpretation  and  use  of 
the  CALS  standards,  in  transferring  technical  pxiblication 
data.  They  used  CALS  Technical  Data  Interchange  System  to 
produce  data,  in  accordance  with  the  standards,  and  deliv¬ 
ered  it  to  the  AFCTN  technical  staff  on  a  9 -track  magnetic 
tape. 
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2.  Test  Parameters 

Test  Plan: 

Date  o£ 

Evaluation: 

Evaluator: 


Data 

Originator: 


Data 

Description: 


Data 

Source  System: 

184  OA 


AFCTB  93-038 


15  J^ril  1993 

George  Elwood 
Air  Force  CALS  Test  Bed 
Det  2  HQ  ESC/ENCP 
4027  Colonel  Glenn  HvTy 
Suite  300 

Dayton  OH  45431-1672 


Marilyn  Lopez 

Hughes  Missile  Systems  Company 
P  0  Box  7928 

Canoga  Park  CA  91309-7928 
(818)  702-3131 


Technical  Manual  Test 

1  Document  Declaration  file 
1  Document  Type  Definitions  (DTD) 

1  Initial  Graphics  Exchange  Specification 
(IGES)  file 
1  Text  file 
1  Haster  file 

1  Computer  Graphics  Metafile  (CGM)  file 


HARDWARE 

Sun  SparcStation 

SOFTWARE 

Interleaf 
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Text/Standard  Generalized  Markup  Language  (SOIL) 
KARDWARE 

Sun  Sparcsration 

SOFTWARE 

Interleaf 

Raster 

HARDWARE 

Sun  SparcStation 

SOFTWARE 

Interleaf 

COI 


HARDWARE 

Sun  SparcStation 

SOFTWARE 

Interleaif 


Evaluation  Tools  Used: 

MXL-STD-1840A  (TAPE) 

SDN  3/280 

AFCTN  TapeCOOl  vl.2.8  ONIX 
XSoft  CXPS/CALS  V40.4 

Texas  Instruments  (TI)  Tapetool  vl.O.l 


HIL-M-28001  (SOIL) 

SDN  SparcStation  2 

ArborText  ADEPT  v4.2.1 
SoftQuad  Aurhor/Ed±£OT  v2.1 
Cheetah  Gold  486 

Daralogics  Pax-sarfitTrci on  v3.36 
Exoteri  ca  , JOCTmarn-TTia  7  t  rrf^-r-  vl^2e3.2 
Exoterica  Validator -v2- 0  EZL. 
SoftQuad  Aixthor/Edizor  v2^JL 
McAfee  &  MrAdani  Ssma  Maxk-iZ  v2.3 
Public  Domain  sgmls 
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MIL-R- 28002  (Raster) 

SDN  SparcStation  2 

ArborText  g42tiff 
AFCTN  validg4 
AFCTN  calstb.475 

IGES  Data  Analysis  (IDA)  IGESView  v3.0 
Island  Graphics  IslandPaint  v3.0 

Cheetah  ^ 

Inset  Systems  HiJaak  v2.1 
Inset  Systems  HiJaak  Window  vl .  0 
Software  Publishing  Corporation 

(SPC)  Harvard  Graphics  v3.0 
Corel  Ventura  Publisher 

MIL-D-28003  (CGM) 

SUN  SparcStation  2 

ArborText  cgm2  draw 

Island  Graphics  Isleu^dDraw  v3.0 

Carberry  CADLeaf 

Advance  Technology  Center 

(ATC)  forreview  vl.1.1 


Cheetah  Gold  486  - 

ATC  Meta  View  R  1.12 

ATC  MetaCheck  R  2.05 

SPC  Harvard  Graphics  v3.05 

Inset  Systems  HiJaak  v2.1 

Inset  Systems  HiJaak  vl.O  Windows 

Micrografx  Designer  v3.1 

Corel  Ventura  Publisher 


Standards 

Tested: 


Mill- STD- 1840A 
MIL-M-28001A 
MrL-R-28002A 
MIL-D-28003 
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3.  1840A  Analysis 
3.1  External  Packaging 


The  tape  arrived  at  the  Air  Force  CALS  Test  Bed  (AFCTB)  en¬ 
closed  in  a  commercial  overnight  mailing  bag.  The  tape  did 
not  have  physical  padding  but  was  not  damaged.  The  exterior 
of  the  bag  was  marked  with  the  magnetic  tape  warning  label, 
as  required  by  MIL-STD-1840A,  para.  5. 3. 1.3. 

The  tape  was  enclosed  in  barrier  sheet  material  as  required 
by  MIL-STD-1840A,  para.  5. 3. 1.2.  Inspection  of  ’  the  tape 
reel  showed  the  label  indicating  the  recording  density,  as 
required  by  MIL-STD-1840A,  para.  5.3.1.  Enclosed  in  the  bag 
was  a  packing  list  showing  all  included  files. 


3.2  Transmission  Envelope 


The  9 -track  tape  received  by— -the  AFCTB  contained  MILt 
STD-1840A  files.  The  files  were  named  per  the  standard 
conventions . 


3.2^1  Tape  Formats 


The  tape  was  run  through  the  AFCTN  Tapetool  vl.2.8  utility. 
No  errors  were  -encountered  while  evaluating  the  contents  of 
the  tape  labels. 

The  tape  was  read  using  the  TI  version  of  Tapeizool  vl.  0.1. 
No  erroTs  were  reported  during  i~b-i «  procedure . 

“The  tape  was  read  using  XSoft's  CAPS  readl840A  utility  with 
no  reported  errors.. 

The  physical  structure  of  the  tape  meets  the  CALS  MIL -STD - 
1840A  requiranents . 
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3.2.2  Declaration  and  Header  Fields 


One  error  was  found  in  the  Docxoment  Declaration  file  header. 
In  Doctment  Declaration  file  DOOl,  an  invalid  change  level 
was  flagged.  MIL- STD- 184 OA,  para.  5. 1.1. 2  requires  that  the 
value  for  this  record  be  either  the  word  "ORIGINAL”  or  re¬ 
vision  number,  followed  by  the  change  level  number  and  then 
the  date.  The  tape  value  indicated  it  was  original  and  then 
included  a  date. 


chglvl:  ORIGINAL,'  19930308 

***  ERROR  (MIL -STD -1840 A;  5. 1.1. 2)  -  Invalid  change  level  encountered. 

***  NOTE  (MIL-STD-1840A;  5. 1.1. 2)  -  Change  level  should  be  the  word  ORIGINAL  or 
a  Revision  Number  followed  by  a  Change  Level  Number  followed  by 
a  Cheuige  Level  Date.  They  should  be  separated  by  a  comma  or  space. 


No  Other  errors  were  reported  in  the  Document  Declaration 
file  or  data  file  headers. 

Because  of  the  error  in  the  Document  Declaration  file,  this 
portion  of  the  tape  does  not  meet  the  CALS  MIL-STD-1840A 
requirements . 


4.  IGES  Analysis 


No  Initial  Graphics  Exchange  Specification  (IGES)  files  were 
included  on  this  tape. 

5.  SGML  Analysis 


The  AFCTB  has  several  parsers  available  for  evaluating  sub¬ 
mitted  DTD  and  Text  files .  These  tools  are  not  used  to 
generate  a  pass/fail  but  to  report  how  commercially  avail¬ 
able  software  can  handle  the  files.  These  products  are  used 
in  the  development  of  technical  publications  and  are  good 
indicators  of  usability.  The  use  of  these  products  is  not 
an  endorsement  nor  an  indication  of  CALS  capability.  All 
operations  were  performed  using  the  default  settings  imless 
specified  in  the  report.  Changes  to  DTD  or  Text  files  re¬ 
quired  by  each  system  are  not  documented  in  the  report. 
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The  Text  and  DTD  files  from  the  tape  were  evaluated  using 
Datalogics '  PsTs&S't&'tJ.oii,  Several  defined  models  were  not 
used.  See  the  log  in  the  Appendix  to  this  report  for  a 
list. 

The  Text  and  DTD  files  from  this  document  were  evaluated 
using  the  Exot erica  Validator  parser.  The  same  errors 
defined  by  the  Datalogics '  parser  are  reported  here. 

The  Text  and  DTD  files  from  this  document  were  tested  using 
the  Exotenca  JCGMZjTJoxiiial i zar  parser.  No  errors  were  re¬ 
ported. 


The  Text  and  DTD  files  from  the  tape  were  evaluated  using 
McAfee  &  McAdam's  Serna  Mark -it  parser.  No  errors  were 
reported. 

The  Text  and  DTD  files  from  the  tape  were  evaluated  using 
the  Public  Domain  sgmls  parser.  No  errors  were  reported. 

The  Text  and  DTD  meet  the  CALS  MIL-M-28001A  specification. 

6.  Raster  Analysis 


The  tape  contained  two  Raster  files.  Both  files  were  eval¬ 
uated  using  the  AFCTN  validg4  utility  with  no  reported 
errors.  _  The  f^es  were  read  into  the  AFCTN  calstb.475 
Raster  -viewer  without  a  reported  error.  The  images  dis¬ 
played  correctly. 

The  AFCTB  has  several  tools  for  viewing  Raster  files.  These 
tools  are  not  used  to  generate  a  pass /fail  but  to  report  how 
CQuuaercia ill y  available  software  can  handle  the  files .  Many 
of  these^  products  are  used  in  the  development  of  technical 
publ  1  nari  ons  and  are  good  indicators  of  usability.  The  use 
of  these  products  is  not  an  endorsement  nor  an  -iTirS-i  r»ai— i  <-.-n  of 
CALS  capability.  All  operations  were  performed  using  the 
default  settings . 

files  were  converted  using  ArborText ' s  g42ti£f  utility 
without  a  reported  error.  The  resulting  files  were  imported 
into  Island  Graphics'  IslandPaint  without  a  reported  error. 
The  images  displayed  and  printed  without  a  problem. 
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The  files  were  imported  into  IDA's  IGESView  software  without 
a  reported  error.  The  images  displayed  and  printed  without 
a  problem. 

The  files  were  converted  using  Inset  Systems'  HiJaak  for  DOS 
without  a  problem.  The  resulting  files  were  read  into 
Corel's  Ventura  Publisher  without  a  reported  error.  The 
images  displayed  and  printed  without  a  problem. 

The  files  were  imported  directly  into  Inset  Systems'  HiJaak 
for  Windows,  displayed  and  printed  without  a  reported  error. 

The  files  were  converted  using  Rosetta  Technologies'  Prepa¬ 
re  without  a  reported  error.  The  resulting  files  were  read 
into  Preview,  displayed  and  printed  without  a  problem. 

The  two  Raster  files  on  this  tape  meet  the  CALS  MIL-R-28002A 
specification. 


7.  CGM  Analysis 


The  tape  contained  three  CGM  files.  These  files  were  eval¬ 
uated  using  ATC's  MetaCheck  with  CALS  options.  This  util¬ 
ity,  which  is  not  the  most  current  version,  reported  all 
files  were  valid. 

The  files  were  evaluated  using  the  beta  version  of  the  AFCTN 
validcgm  utility.  This  utility  reported  errors  in  all  three 
fiies..  The  log  files  axe  included  in  the  Appendix  of  this 
report- 

The  AFCTB  has  several  tools  for  viewing  COM  files.  These 
tools  are  not  used  to  generate  a  pass/fail  but  to  report  how 
commercially  available  software  can  handle  the  files.  Many 
of  these  products  are  used  in  the  development  of  technical 
publ ± cat! ons  and  axe  good  indicators  of  usability.  The  use 
of  these  products  is  not  an  endorsement  nor  and  indication 
of  CALS  capability.  All  operations  were  performed  using  the 
default  settings. 

The  files  were  converted  using  ArborText's  cgm2draw  utility. 
No  errors  were  reported  during  the  conversion  procedure. 
The  resulting  files  were  read  into  Island  Graphics'  Island- 
Draw.  File  D001C002  display  correctly  although  additional 
blocks  were  noted.  These  added  blocks  were  flipped  versions 
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of  correct  blocks.  When  printed,  the  file  went  across  three 
pages  even  though  it  should  have  printed  to  size.  File 
D001C003  displayed  and  printed  with  many  flipped  line 
graphic  entities.  The  entities  appear  to  be  inserted  180 
degrees  out  of  phase  in  the  vertical  plane.  This  is  con¬ 
sistent  with  the  ArborText's  cgm2draw  utility.  File 

D001C005  did  not  display  anything  on  the  screen. 

The  files  were  imported  into  Micrografx's  Designer,  File 
D001C002  displayed  correctly  although  the  image  continued 
off  the  defined  page.  When  printed  the  block  that  dis¬ 
played  off  the  defined  page  did  not  print.  File  D001C003 
imported  without  a  reported  error.  The  images  displayed  on 
the  defined  page.  This  image  printed  correctly.  File 
D001C005  reported  and  error  during  conversion  and  did  not 
display. 

According  to  Michael  Harrison  of  Micrografx,  "The  version  of 
Micrografx  Designer  used  with  this  report-  has  been  replaced 
with  Designer  version  4.0  which  reads  and  prints  these  files 
successfully. " 

-"The  files  were  inported  into  ATC's  forreview.  File  D001C002 
did  not  display  coit5)letely.  Only  the  top  block  displayed 
and  printed  correctly.  File  D001C003  also  did  not  display 
conpletely.  The  lower  and  left  side  of  the  image  did  not 
display  or  print.  The  text  also  overflowed  the  defined  box 
area. 

The  Images  were  displayed  using  ATC's  MetaView  software. 
File  JD001C002  and  C003  displayed  with  reported  errors.  The 
text  font  displayed  incorrectly.  File  COOS  did  not  display 
on  the  screen  and  also  generated  and  error  message. 

The  files  were  in^iorted  into  SPC's  Harvard  Graphics  3.05 
with  reported  errors.  All  three  files  generated  error  mes¬ 
sages  on  clipped  objects  and  adjustment  of  points.  File 
CO  02  only  displayed  and  printed  the  area  arotind  the  top 
block.  The  top  block  lines  did  not  print.  In  file  C003 
lines  between  the  flow  chart  symbols  did  not  print.  The 
text  overflowed  the  defined  symbols  areas.  File  COOS  did 
not  display  anything  on  the  screen. 

The  files  were  directly  imported  into  Island  Graphics'  Js- 
landDraw  with  no  reported  errors.  File  CO 02  only  disolayed 
and  printed  the  top  block.  File  C003  only  displayed  and 
printed  the  upper  right  section  of  the  image.  The  text  all 
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remained  within  the  define  flow  chart  symbols.  File  COOS 
did  not  display  on  the  screen. 

The  files  were  imported  into  Carberry's  CADLeaf  software. 
File  C002  only  displayed  and  printed  the  top  block.  File 
CO 03  displayed  and  printed  a  large  part  of  the  upper  right 
section.  Some  text  overflow  was  noted  on  the  bottom  line. 
File  COOS  did  not  display  on  the  screen. 

The  files  were  imported  directly  into  Corel's  Ventura  Pub¬ 
lisher  with  no  reported  errors.  File  C002  displayed  and 
printed  completely  with  the  exception  of  the  blocks  around 
the  text.  File  C003  displayed  and  printed  completely  with 
the  exception  of  the  flow  chart  symbols.  File  COOS  dis¬ 
played  and  printed  completely.  This  was  the  only  software 
which  displayed  file  COOS . 

An  attempt  to  display  the  files  using  Inset  Systems '  HiJaak 
for  Windows  resulted  in  a  locked  system,  which  required  a 
reboot.  The  same  thing  occurred  when  using  Inset  Systems' 
HiJaak  for  DOS, 

The  files  were  reported  as  meeting  the  CALS  MIL-D-28003 
specification. 
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8.  Conclusions  and  Recommendations 


In  summary,  the  tape  physical  structure  from  Hughes  Missile 
System  Company  was  correct  with  no  reported  errors.  The 
tape  did  have  an  error  in  the  Declaration  file. 

The  Text  and  DTD  files  meet  the  CALS  MIL-M-28001A  specifi¬ 
cation. 

The  Raster  file  meets  the  CALS  MIL-R-28002A  specification. 

The  CGM  file  meets  the  CALS  MIL-D-28003  specification. 

Because  of  the  error  in  the  Document  Declaration  file,  the 
tape  does  not  meet  the  CALS  MIL-STD-1840A  requirements. 


AFCTN  Test  Report 
93-067 


AFCTB  Test  Report 
93-038 


9.  Appendix  A  -  Tapetool  Report  Logs 
9.1  Tape  Catalog 

Air  Force  CALS  Test  Network  Catalog  Evaluation  -  Version  1.2;  Release  Number  8 
Standards  referenced: 

MIL-STD-1840A  (1987)  -  Automated  Interchange  of  Technical  Information 

ANSI  X3.27  (1987)  -  File  Structure  and  Labeling  of  Magnetic  Tapes 

for  Information  Interchange 
ANSI  X3.4  (1986)  -  Coded  Character  Sets  -  7  Bit  ASCII 

Thu  i^r  15  14:22:21  1993 

MIL-STD-1840A  File  Catalog 

File  Set  Directory:  /cals/tapetool8/Set088 


File  Name 

File  Type 

Record 

Format/ 

Length 

Block 

Length/Total 

Page :  1 

Selected/ 

Extracted 

DOOl 

Document  Declaration 

D/00260 

02048/000001 

Extracted 

DOOlROOl 

Raster 

F/00128 

02048/000009 

Extracted 

D001C002 

CGM 

F/00080 

00800/000002 

Extracted 

Dooojcooa 

CGM 

F/00080 

00800/000005 

JSxtracted 

D0OXR004 

Raster 

F/00128 

02048/000008 

Extracted 

-D00XC005 

CGM 

P/00080 

00800/000002 

Extracted 

DOOXTOD6 

Text 

D/00260 

02048/000019 

Extracted 

D001G007 

DTD 

D/00260 

02048/000027 

Extracted 

Catalog  Pxocess 


■nm-mally 
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9.2  Tape  Evaluation  Log 


Air  Force  CALS  Test  Network  Tape  Evaluation  -  Version  1.2;  Release  Number  8 
Standards  referenced: 

ANSI  X3.27  (1987)  -  File  Structure  and  Labeling  of  Magnetic  Tapes 

for  Information  Interchange 
ANSI  X3.4  (1986)  -  Coded  Character  Sets  -  7  Bit  ASCII 

Thu  Apr  15  14:22:14  1993 

ANSI  Tape  Import  Log 

Allocating  tape  drive  /dev/rmtO . . . 

/dev/rmtO  allocated. 

VOLICALSOI 

Label  Identifier:  VOLl 
Volume  Identifier:  CALSOl 
Volume  Accessibility: 

Owner  Identifier: 

Label  Standard  Version:  4 

HDRIDOOI  CALSOlOOOlOOOlOOOlOO  93095  00000  OOOOOOILEAF  VER  1.7 

Label  Identifier:  HDRl 
File  Identifier:  DOOl 
File  Set  Identifier:  CALSOl 
File  Section  Ninober:  0001 
File  ^Sequence  Number :  0001 
Generation :Jffuinber:  0001 
Generation .  Version -J^xjmber :  00 
Creatixm  JDate.:  93095 
Eacpiration  Date:  00000 
File  -Accessibility: 

Block  -  Counts  000000 

Ingplemenratrion  Identifier:  mSAF  VER  1,7 
:HDR2D02X)48002S0  00 


Label  -Tdentif ier :  HDR2 
Recording  Format :  D 
Block  Length:  02048 
Record  Length:  00260 
Offset  Length:  00 

★★***■*«*■★**★*  Tape  Mark  ★t^**'*-***'*********-*' 
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Actiial  Block  Size  Found  ^  2048  Bytes. 

Number  of  data  blocks  read  si. 

'kitieirieitir'ie'ie***  Xclp©  MS-lTk  **************** 

EOFIDOOI  CALSOlOOOlOOOlOOOlOO  93095  00000  OOOOOIILEAF  VER  1.7 

Label  Identifier:  EOFl 
File  Identifier:  DOOl 
File  Set  Identifier:  CALSOl 
File  Section  Number:  0001 
File  Sequence  Number:  0001 
Generation  Number:  0001 
Generation  Version  Number:  00 
Creation  Date:  93095  * 

Expiration  Date:  00000 
File  Accessibility: 

Block  Count:  000001 

Iirplementation  Identifier:  ILEAF  VER  1.7 

EOF2D0204800260  00 

Label  Identifier:  EOF2 
Recording  Format:  D 
Block  Length:  02048 
Record  Length:  00260 
Offset  Length:  00 

<<<<<  PART  OF  LOG  FILE  REMOVED  HERE  »>» 

EDRXDQOXGOOl  CALS01.00010008000100  93095  00000  OOOOOOILEAF  VER  1.7 

Label  Identifier:  HDRl 
FiJLe  Identifier:  D001G007 
File  Set  Identifier:  CALSOl 
File  Section -Number :  0001 
File  -Sequence  Number*  0008 
Generation. Number:  0001 
Generation  Version  JNumber :  0  0 
Creation  Date:  93095 
Expiration  Date :  00000 

File  Accessibility: 

Block  Count:  000000 

Iirrolementation  Identifier:  ILEAF  VER  1.7 
HDR2D0204800260  00 
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Label  Identifier:  HDR2 
Recording  Format :  D 
Block  Length:  02048 
Record  Length:  00260 
Offset  Length:  00 

Tape  Mairk  **★***★★★***★★★ 

Actual  Block  Size  Found  =  2048  Bytes. 

Number  of  data  blocks  read  =  27. 


**★★**★★****  Tape  Masrk  ****’***★**■*★★★★ 

EOF1D001G007  CALS0100010008000100  93095  00000  000027ILEAF  VER  1.7 

Label  Identifier:  EOFl 
File  Identifier:  D001G007 
File  Set  Identifier:  CALSOl 
File  Section  Nuznber:  0001 
File  Sequence  Number :  0008 
Generation  Nuxnber:  0001 
Generation  Version  Ntmber:  00 
Creation  Date:  93095 
Expiration  Date:  00000 
File  Accessibility: 

Block  Coxmt:  000027 

Iir5)lementation  Identifier:  ILEAF  VER  1.7 


EOF2B02 04 8 0 02 6 0 


Label^JIdentifier:  EOF2 
Recording  Format:  D 
Block  JLength:  02048 
Record  Length:  00260 
Qf±set  Length:  00 


00 


Tape  Mark 


Tape-  Mark 


^####  End  of  Volume  CALSOl 


u  jiiLjt  jt  jt  ji.  it 
TrTrTTTtTrTrTrTriT  tttt  Tr^trTf 


############  End  Of  Tape  File  Set  ############## 

Deallocating  /dev/nntO . . . 

Tape  Import  Process  terminated  normally. 
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9.3  Tape  File  Set  Validation  Log 


Air  Force  CALS  Test  Network  File  Set  Evaluation  -  Version  1.2;  Release  Number  8 
Standards  referenced: 

MIL- STD- 184 OA  (1987)  -  Automated  Interchange  of  Technical  Information 
Thu  Apr  15  14:22:21  1993 
MIL-STD-1840A  File  Set  Evaluation  Log 
File  Set:  Set088 


Found  file:  DOOl 

Extracting  Document  Declaration  Header  Records . . . 

Evaluating  Document  Declaration  Header  Records . . . 

srcsys:  HUGHES  MISSILE  SYSTEMS  COMPANY,  C.P.,  CA 

srcdocid:  AFCTN_test2 

srcrelid:  NONE 

chglvl;  ORIGINAL,  19930308 

***  ERROR  (MIL-STD-1840A;  5. 1.1. 2)  -  Invalid  change  level  encountered. 

★**  NOTE  {MIL-STD-1840A;  5. 1.1. 2)  -  Change  level  should  be  the  word  ORIGINAL  or 
a  Revision  Number  followed  by  a  Change  Level  Number  followed  by 
a  Change  Level  Date.  They  should  be  separated  by  a  comma  or  space, 
dteisu:  19930308 

dstsys:  Air  Force  CALS  Test  Bed,  Wright -Patterson  AFB,  OH  45433 

dstdocid:  AFCTN_test2 

dstrelidi  NONE 

dtetxni  J.9930406 

dlvaccu --NONE 

f -i  1  cnr  :-Tl-,  Gl,  R2,  C3 

ttlcls-:  UNCLASSIFIED 

doccls:  UNCLASSIFIED 

doctyp:  TEST  DOCDMENT 

docttl :  Interleaf  CALS  System  Maintenance 


1  error  (s)  , 
In  ^Document 


0  warning  (s) 


,  and  1  note  (s) 
File  DOOl. 


were  encountered 


Found  file:  DOOlROOl 

Extracting  Raster  Header  Records .  .  . 

Evaluating  Raster  Header  Records . . . 

srcdocid:  AFCTN_test2 
dstdocid:  AFCTN  test2 
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txtfilid:  W 
figid:  NONE 
srcgph;  finger 
doccls:  UNCLASSIFIED 
rtype :  1 

rorient:  000,270 
rpelcnt:  001335,002913 
rdensty:  0600 
notes ;  NONE 

Saving  Raster  Header  File:  D001R001_HDR 
Saving  Raster  Data  File:  D001R001_GR4 

Found  file:  D001C002 
Extracting  CGM  Header  Records . . . 
Evaluating  CGM  Header  Records . . . 

srcdocid:  AFCTN_test2 
dstdocid:  AFCTN_test2 
txtfilid:  W 
figid:  FIGURE  1-1 
srcgph :  chart 
doccls :  UNCLASSIFIED 
notes:  NONE 

Saving  COl  Header  File:  D001C002_HDR 
Saving  CC21  Data  File:  D001C002_CGM 

Foimd  file:  0001C003 
Extracting  CGM  Header  Records... 
Evaluating  CGM -Header  Records... 

srcdocid:  AF-CTN_test2 

dstdncri  d :  AFCTN_test2 

txtfilid:  w 

-figid:  FIGURE  2-1 

.srcgph:  cun 

doccls j  TTwrT:aggTgTm i 

notes :  .NONE 

Saving  CGM  Header  Pile:  D001C003_HDR 
Saving  CGM  Data  File:  D001C003_CGM 

Pound  file:  D001R004 

Extracting  Raster  Header  Records . . . 

Evaluating  Raster  Header  Records . . . 
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srcdocid:  AFCTN_test2 
dstdocid:  AFCTN_test2 
txtfilid:  W 
figid:  FIGURE  2-2 
srcgph ;  transp 
doccls:  UNCLASSIFIED 
rtype :  1 

rorient:  000,270 
rpelcnt:  001878 ; 001975 
rdensty:  0600 
notes:  NONE 

Saving  Raster  Header  File:  D001R004_HDR 
Saving  Raster  Data  File:  D001R004_GR4 

Found  file:  D001C005 
Extracting  CGM  Header  Records . . . 
Evaluating  CGM  Header  Records . . . 

srcdocid:  AFCTN_test2 
dstdocid:  AFCTN_test2 
txtfilid:  W 
figid:  FIGURE  A-1 
srcgph:  heartl 
doccls:  UNCLASSIFIED 
notes :  NONE 

Saving  CGM  Header  File:  D001C005_HDR 
Saving  CGM-Uata  File:  D001C005_CGM 

Found-Jfile-:  -DOOOTOOG 

■Extracting .  Text  -  Header  Records .  . . 

Evaluating  Text  Header .  Recorxis ... 

srcdocid:  AFCTN_test2 
dstdocid.:  AFCTN_test2 
txtf Hide  W 
doccls:  UNCLASSIFIED 
notes:  NONE 

Saving  Text  Header  File:  D001T006_HDR 
Saving  Text  Data  File:  D001T006_TXT 

Found  file:  D001G007 
Extracting  DTD  Header  Records . . . 
Evaluating  DTD  Header  Records . . . 
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srcdocid:  AFCTN_test2 
dstdocid:  AFCTN_test2 
notes :  NONE 

Saving  DTD  Header  File:  D001G007_HDR 
Saving  DTD  Data  File:  D001G007_DTD 

Evaluating  numbering  scheme . . . 

No  errors  were  encountered  during  numbering  scheme  evaluation. 
Numbering  scheme  evaluation  complete. 

Checking  file  count... 

No  errors  were  encountered  during  file  coiont  verification. 

File  Count  verification  complete. 

A  total  of  1  error (s),  0  warning (s),  and  1  note(s)  were 
encoimtered  in  Document  DOOl. 

A  grand  total  of  1  error (s) ,  0  warning (s),  and  1  note(s)  were 
encountered  in  this  File  Set. 

MIL-STD-1840A  File  Set  Evaluation  Con^jlete. 
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10.  Appendix  B  -  Detailed  SGML  Analysis 
10.1  Exoterica  Validator  Log 

**Error**  in  ”9338.sgin",  line  1: 

The  minimum  literal  following  the  SGML  keyword  in  the  SGML  Declaration  must 
be  "ISO  8879:1986". 

The  minimum  literal  is  "ISO  8879-1986". 

<!SGML  "ISO  8879-1986" 

-  -  > 

<!--  Entity  has  no  name,  system  id  or  public  id  in  formal  file  -->. 

<!--  **Waming**  in  "9338. sgm",  line  1056: 

An  element  is  not  allowed  in  the  document  instance  because  it  does  not 
appear  in  any  accessible  content  model  or  it  is  completely  excluded. 

The  element  is  "ARBTEXT"  . 

-  -> 

<>--  **Waming**  in  "9338. sgm",  line  1056: 

An  element  is  not  allowed  in  the  document  instance  because  it  does  not 
appear  in  any  accessible  content  model  or  it  is  coir5>letely  excluded. 

The  element  is  "CFGPGE". 

-  -> 

<!--  **Waming**  in  "9338. sgm",  line  1056: 

An  element  is  not  allowed  in  the  document  instance  because  it  does  not 
appear  in  any  accessible  content  model  or  it  is  coir^jletely  excluded. 

The  element  is  "CONTASSURPG" . 

-  -  > 

<!--  *^Wam±ng*^  in  "9338. sgm",  line  1056: 

^An. -element -is  not  -allowed  -in  the  document  instance  because  it  does  not 
appear -in .  any  accessible  content  model  or  it  .is  ccarqpletely  excluded. 

The  -elCTient--is  "COVEHXNDEX"  . 

<!--  *-*Waming**  in  "9338. sgm",  line  1056: 

An  element  Is  not.  allowed  in  the  document  instance  because  it  does  not 
appear  in  . any  accessible  content  model  or  it  is  completely  excluded. 

The  element  Is  "ERTEZTBL" . 

--  > 

<!--  ^*Warning^^  in  "9338. sgm",  line  1056: 

An  element  is  not  allowed  in  the  document  instance  because  it  does  not 
appear  in  any  accessible  content  model  or  it  is  conpletely  excluded. 

The  element  is  "HRULE". 

-  -> 

<!--  *‘*Waming**  in  "9338. sgm",  line  1056; 

An  element  is  not  allowed  in  the  dociament  instance  because  it  does  not 
appear  in  any  accessible  content  model  or  it  is  conp lately  excluded. 
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The  element  is  "REFDOC" . 

■ 

<!--  **Waxning**  in  "9338. sgm",  line  1056: 

An  element  is  not  allowed  in  the  document  instance  because  it  does  not 
appear  in  any  accessible  content  model  or  it  is  con^tletely  excluded. 
The  element  is  "SHORTTITLE" . 

-  -  > 

<!--  **Waming**  in  "9338. sgm",  line  1056: 

An  element  is  not  allowed  in  the  document  instance  because  it  does  not 
appear  in  any  accessible  content  model  or  it  is  completely  excluded. 
The  element  is  "STALOC". 

-  -  > 

<!--  **Waming**  in  "9338. sgm",  line  1056: 

An  element  is  not  allowed  in  the  document  instance  because  it  does  not 
appear  in  any  accessible  content  model  or  it  is  coitpletely  excluded. 
The  element  is  "TESTCODE" . 

-  -  > 

<!--  **Waming**  in  "9338. sgm",  line  2082: 

There  is  no  element  with  an  IDREF  or  IDREFS  attribute  value  equal  to  a 
specified  ID  value. 

The  unreferenced  ID  attribute  value  is  "HEARTl". 

--> 

<!--  1  error  eind  11  warnings  reported.  --> 
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10.2  Datalogics  Parser  Log 


SGML  Dociiment  Type  Definition  Parser 
Version  3.36 

Copyright  (c)  Datalogics  1988,  1989,  1990,  1991 
An  SGML  System  Conforming  to 
International  Standard  ISO  8879 
Standard  Generalized  Markup  Language 

Log  file:  ’9338.LOG’ 

SDO  File:  ’ ctndecl . sdo ' 

Namecase  General  is  yes . 

Namecase  Entity  is  no. 

Parsing  DTD  file:  '9338.dtd’ 

<!DOCTYPE  doc  Parsing  DOCTYPE  DOC 

DTD0096:  The  generic  ID  ARBTEXT  has  not  been  used  in  any  content 
model,  inclusion,  or  as  a  doctype  element. 

DTD0096:  The  generic  ID  HRULE  has  not  been  used  in  any  content 
model,  inclusion,  or  as  a  doctype  element. 

DTD0096:  The  generic  ID  SHORTTITLE  has  not  been  used  in  any  content 
model,  inclusion,  or  as  a  doctype  element. 

DTD0096:  The  generic  ID  CONTASSURPG  has  not  been  used  in  any  content 
model,  inclusion,  or  as  a  doctype  element. 

DTD0096:  The  generic  ID  REFDOC  has  not  been  used  in  any  content 
model,  inclusion,  or  as  a  doctype  element. 

DTD0096:  The  generic  ID  CFGPGE  lias  not  been  used  in  any  content 
model,  inclusion,  or  as  a  doctype  element. 

DTD0036  :  The  generic  ID  COVERXNDEX  Jias  not -been  used  in  any  content 
model ,  inclusion ,  or  as  a  doctype  element. 

DTD0036^  -The  .  generi c  ID -.STALOC  has  not  been  used  in  any  content 
model,  -inclusion,  or  as  a  doctype  element. 

DTD0036:  The  generic  ID  TESTCODE  has  not  been  used  in  any  content 
model,  inclusion,  or  as  a  doctype  element. 

This  XJTD  conforms  to  the  ISO  8879  standard 

ETO  file  »9338^ETO*  created 

closing  statistics: 

Capacity  points:  62200 

Bytes  of  DTO  file  string  space;  11704 
SGML  descriptor  blocks:  6414 

Document  Type  Definition  is  coir^jliant  and  parsed  normally. 

Program  status  code :  0 . 


Report 

93-038 
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11.2  FileD001R004 

11.2.1  Output  Hijaak  for  Windows 
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11.2.3  Output  IGESView 
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11.2.4  Output  Preview 
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12.  Appendix  D  -  Detailed  CGM  Analysis 

12.1  FileD001C002 

12.1.1  Parser  Log  MetaCheck 


MetaCheck  Version  2,05  --  CGM/MIL-D-28003  Conformance  Analyzer 
Copyright  1988-91  CGM  Technology  Software 
Execution  Date:  04/15/93  Time:  16:02:25 


Metafile 

Examined 

:  i:\9337\c002 

Pictures 

Examined 

:  All 

Elements 

Examined 

:  All 

Bytes 

Examined 

:  All 

Tracing  not  selected. 

*==*»===*«===  CGM  Conformance  Violation  Report  *===*=*==*==== 
No  Errors  Detected 

==========  CALS  CGM  Profile  (MIL-D-28003)  Report  ====*======= 

No  profile  discrepancies  detected. 

===========  Conformance  Summary  Report  ============== 

MetaCheck  Version  2.05  --  CGM/MIL-D-28003  Conformance  Analyzer 
Copyright  1988-91  CGM  Technology  Software 
Execution  Date:  04/15/93  Time:  16:02:27 


Name  of  CGM  under  test:  i:\9337\c002.cgm 
Encoding  :  Binary 


Pictures  Examined  :  All 
Elements  Examined  :  All 
Bytes  Examined  :  All 


BEGIN  METAFILE  string  :  "Created  file  chart_cgm  from  chart_cgm.sty" 
METAFILE  DESCRIPTION  :  "Interleaf  Inc.  MDL/G  CGM  1992  •** 

MIL-D-28003 /BASIC- 1" 


Report 

93-038 
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Picture  1  starts  at  octet  offset  390;  string  contains:  "chart" 

Conformeuice  Summary  :  This  file  conforms  to  the  COM  specification. 

This  file  meets  the  CALS  COM  Profile  (MIL-D-28003) . 

Summary  of  Testing  Performed  and  Errors  Found: 

1  Pictures  Tested 
55  Elements  Tested 
858  Octets  Tested 


No  Errors  Were  Detected 


================  End  of  Conformance  Report  =============s===== 

12.1.2  validcgm  Log 

Analysis  for  file  c002.cgm  using  table  table 
ERROR:  invalid  times  used  per  CGM  (2)  ,  std  B 
ERROR:  invalid  times  used  per  Picture  (2)  ,  std  B 
(14,  258)  (1,  12,  12)  Metafile  Defaults  Replacement 

ERROR:  illegal  in  this  state  (2) ,  std  B 
ERROR:  required  precursor  (0,  3)  not  yet  seen 

(14.1,  0)  (2,  6,  8)  VDC  Extent  (0,  0)  (32767,  32767) 

ERROR:  invalid  times  used  per  CGM  (3)  ,  std  B 
ERROR:  invalid  times  used  per  Picture  (3)  ,  std  B 
(15,  274)  (1,  12,  6)  Metafile  Defaults  Replacement 

ERROR:  illegal  In  this  state  (2)  ,  std  B 
ERROR:  required  precursor  (0,  4)  not  yet  seen 
(15.1,  0)  (5,  11,  2)  Text  Precision  Stroke 

(0,  1)  occurred  1  time 

(0,  2)  occurred  1  time 

(0,  3)  occurred  1  time 

(0,  4)  occurred  1  time 

(0,  5)  occurred  1  time 

(1,  1)  occurred  1  time 

(1,  2)  occurred  1  time 

(1,  3)  occurred  1  time 

(1,  4)  occurred  1  time 

(1,  5)  occurred  1  time 

(1,  6)  occurred  1  time 

(1,  7)  occurred  1  time 
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(1,  8)  occurred  1  time 

(1^  9)  occurred  1  time 

(1,  10)  occurred  1  time 

(1,  11)  occurred  1  time 

(1,  12)  occurred  3  times 

(1,  12)  occurred  illegally  2  times 

(1,  13)  occurred  1  time 

(1,  15)  occurred  1  time 

(2,  1)  occurred  1  time 

(2,  2)  occurred  1  time 

(2,  3)  occurred  1  time 

{2,  4)  occurred  1  time 

{2,  5)  occurred  1  time 

(2,  6)  occurred  2  times 

(2,  6)  occurred  illegally  1  time 

(2,  7)  occurred  1  time 

(3,  1)  occurred  1  time 

(4,  1)  occurred  4  times 

(4,  4)  occurred  8  times 

(4,  7)  occurred  4  times 

(5,  3)  occurred  1  time 

(5,  4)  occurred  1  time 

(5,  11)  occurred  1  time 

(5,  11)  occurred  illegally  1  time 

(5,  14)  occurred  1  time 

(5,  15)  occurred  1  time 

(5,  16)  occurred  1  time 

(5,  18)  occurred  1  time 

{5,  23)  occurred  1  time 

(5/  28)  occurred  1  time 

(5,  29)  occurred  1  time 

(5,  30)  occurred  J.  time 

(5,  34)  occurred  1  time 


36 


AFCTN  Test  Report 
93-067 


AFCTB  Test  Report 
93-038 


12.1.4  Output  Harvard  Graphics 


THE 

PEOPLE 


HG305  -  C002 
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12.1.5  Output  forreview 


THE 

PEOPLE 

39 


AFCTN  Test  Report 
93-067 


AFCTB  Test  Report 
93-038 


12.1.6  Output  cgm2draw/IslandDraw 


THE 

PEOPLE 
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12.1.7  Output  Ventura  Publisher 


THE 

PEOPLE 


THE 

PRESIDENT 


THE 

CONGRESS  SUPREME 

COURT 
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12.1.8  Output  IslandDraw 


42 


AFCTN  Test  Report  AFCTB  Test 

93-067 


12.2  FileDOOlCOOS 
12.2.1  Parser  Log  MetaCheck 


MetaCheck  Version  2.05  --  CGM/MIL-D- 28003  Conformance  Analyzer 
Copyright  1988-91  CGM  Technology  Software 
Execution  Date:  04/15/93  Time:  16:02:38 


Metafile 

Examined 

:  i:\9337\c003 

Pictures 

Examined 

:  All 

Elements 

Examined 

:  All 

Bytes 

Examined 

:  All 

;=======:=:===  Trace  Report  === 


Tracing  not  selected. 

==:ss=s=:=£===:2s=s=  CGM  Conf ormance  Violation  Report  =======::=======  ' 

No  Errors  Detected 


====:=====:«  CALS  CGM  Profile  (MIL-D-28003)  Report  =*==*======:= 

No  profile  discrepancies  detected. 

Conformance  Summaory  Report  ===========:======: 

MetaCheck  Version  2,05  --  CGM/MIL-D- 28003  Conformance  Analyzer 
Copyright  1988-91  CGM  Technology  Software 
Execution  Date:  04/15/93  Time:  16:02:41 


Name  of  CGM  under  test: 
Encoding 


Pictxires  Examined 
Elements  Examined 
Bytes  Examined 


i:\9337\c003.cgm 
:  Binary 

All 

All 

All 


BEGIN  METAFILE  string  :  "Created  file  am_cgm  from  am_cgm.sty" 
METAFILE  DESCRIPTION  :  "Interleaf  Inc.  MDL/G  CGM  1992  *** 

MIL-D-28003 /BASIC- 1" 


Picture  1  starts  at  octet  offset  384;  string  contains:  "am" 


Report 

'93-038 
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Conformeince  Si:iininary  :  This  file  conforms  to  the  COM  specification. 

This  file  meets  the  CALS  CGM  Profile  (MIL-D-28003) . 

Summary  of  Testing  Performed  and  Errors  Found: 

1  Pictures  Tested 
160  Elements  Tested 
2834  Octets  Tested 


No  Errors  Were  Detected 


================  End  of  Conformance  Report  ===«== 


12.2.2  validcgm  Log 


Analysis  for  file  cOOS.cgm  using  table  table 

ERROR;  invalid  times  used  per  CGM  (2)  ,  std  B 

ERROR:  invalid  times  used  per  Picture  (2) ,  std  B 

(14,  252)  (1,  12,  12)  Metafile  Defaults  Replacement 


ERROR:  illegal  in  this  state  (2) ,  std  B 
ERROR:  required  precursor  (0,  3)  not  yet  seen 

(14.1,  0)  (2,  6,  8)  VDC  Extent  (0,  0)  (32767,  32767) 

ERROR:  invalid  times  used  per  CGM  (3)  ,  std  B 
ERROR:  invalid  times  used  per  Picture  (3)  ,  std  B 
(15,  268)  (1,  12,  6)  Metafile  Defaults  Replacement 

ERROR:  illegal  in  this  state  (2) ,  std  B 
ERROR:  required  precursor  (0,  4)  not  yet  seen 
(15.1,  0)  (5,  11,  2)  Text  Precision  Stroke 

(0,  1)  occurred  1  time 

(0,  2)  occurred  1  time 

(0,  3)  occurred  1  time 

(0,  4)  occurred  1  time 

(0,  5)  occurred  1  time 

(1,  1)  occurred  1  time 

(1,  2)  occurred  1  time 

(1,  3)  occurred  1  time 

(1,  4)  occurred  1  time 

(1,  5)  occurred  1  time 

(1,  6)  -occxirred  1  time 

(1,  7)  occurred  1  time 

(1,  8)  occurred  1  time 

(1,  9)  occurred  1  time 

(1,  10)  occurred  1  time 
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(1,  11)  occurred  1  time 

(1,  12)  occurred  3  times 

(1,  12)  occurred  illegally  2  times 

(1,  13)  occurred  1  time 

(1,  15)  occurred  1  time 

(2,  1)  occurred  1  time 

(2,  2)  occurred  1  time 

{2 ,  3)  occurred  1  time 

(2,  4)  occurred  1  time 

{2,  5)  occurred  1  time 

{2,  6)  occurred  2  times 

(2,  6)  occurred  illegally  1  time 

(2,  7)  occurred  1  time 

(3 ,  1)  occurred  1  time 

(4,  1)  occurred  25  times 

(4,  4)  occurred  58  times 

( 4 ,  7 )  o c cur re  d  3  4  t ime  s 

(5,  3)  occurred  1  time 

(5,  4)  occurred  1  time 

(5,  11)  occurred  1  time 

(5,  11)  occurred  illegally  1  time 

(5,  14)  occurred  1  time 

(5,  15)  occurred  1  time 

(5,  16)  occurred  1  time 

(5,  18)  occurred  1  time 

(5,  22)  occurred  2  times 

(5,  23)  occurred  3  times 

(5,  28)  occurred  1  time 

(5,  29)  occurred  1  time 

(5,  30)  occurred  1  time 

(5,  34)  occurred  1  time 
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12.2.4  Output  Harvard  Graphics 


HG305  -  C003 
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12.2.5  Output  forreview 
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12.2.7  Output  Ventura  Publisher 


24  HOUR  ALARM 


GET  OUT  OF  BED 
AND  PUT  ON 


SUPPERS  AND 


GET  OUT  DAILY 
ATTIRE  FROM 


CLOSET  AND 


UNOCCUPIED? 


ENTER  BATHROOM. 
WASH  AND  DRESS 
ETC.  fREMB^BSTTO 
TAKE  YOUR  TIME) 


TIME  TO  LEAVE 


LEAVE  HOUSE, 
ENTER  CARA/AN, 
AND  DRIVE  TO 


PUT  CLOTHING  IN  A 
CHAIR,  RESET 
ALARM,  AND  GO 
BACK  TO  BED 


BREAKFAST? 


READ  PART  OF  DAILY 
PAPER  TALK  WITH 
SPOUSE  PLAY  WITH 
K3DS  AND/OR  DOG 


GO  TO  KITCHEN 
PREPARE  AND 


HAVE  BREAKFAST 


I 
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12.3  FileDOOlCOOS 
12.3.1  Parser  Log  MetaCheck 


MetaCheck  Version  2.05  --  CGM/MIL-D-28003  Conformance  Analyzer 
Copyright  1988-91  CGM  Technology  Software 
Execution  Date:  04/15/93  Time:  16:02:57 


Metafile 

Examined 

:  i:\9337\c005 

Pictures 

Examined 

:  All 

Elements 

Examined 

:  All 

Bytes 

Examined 

:  All 

Tracing  not  selected. 

CGM  Conformancc  Violation  Report  s========:=s==== 

No  Errors  Detected 


=*==-=====  CALS  CGM  Profile  (MIL-D^- 28003)  Report  =====*==:====:=: 

No  profile  discrepancies  detected. 

Conformance  Summary  Report  ================= 

MetaCheck  Version  2.05  --  CGM/MIL-D-28003  Conformance  Analyzer 
Copyright  1988-91  CGM  Technology  Software 
Execution  Date:  04/15/93  Time:  16:02:59 


Name  of  CGM  under  test: 
Encoding 


Pictures  Examined 
Elements  Examined 
Bytes  Examined 


i:\9337\c005.cgm 
:  Binary 

All 

All 

All 


BEGIN  METAFILE  string  :  "Created  file  heartl_cgm  from  heartl_cgm.sty" 
METAFILE  DESCRIPTION  :  "Interleaf  Inc.  MDL/G  CGM  1992  *** 

MIL-D-28003/BASIC-1" 

Picture  1  starts  at  octet  offset  392;  string  contains:  "heartl" 
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Conformance  Stunmary  :  This  file  conforms  to  the  CGM  specification. 

This  file  meets  the  CALS  CGM  Profile  {MIL-D-28003) . 

Siammary  of  Testing  Performed  and  Errors  Found: 

1  Pictures  Tested 
43  Elements  Tested 
706  Octets  Tested 


No  Errors  Were  Detected 


================  End  of  Conformance  Report 

12.3.2  validcgm  Log 


Analysis  for  file  cOOS.cgm  using  table  table 
ERROR:  invalid  times  used  per  CGM  (2)  ,  std  B 

ERROR:  invalid  times  used  per  Picture  (2)  ,  std  B 

(14,  260)  (1,  12,  12)  Metafile  Defaults  Replacement 

ERROR:  illegal  in  this  state  (2) ,  std  B 
ERROR:  required  precursor  (0,  3)  not  yet  seen 

(14.1,  0)  (2,  6,  8)  VDC  Extent  (0,  0)  (32767,  32767) 

ERROR:  invalid  times  used  per  CGM  (3)  ,  std  B 

ERROR:  invalid  times  used  per  Picture  (3)  ,  std  B 

(15,  276)  (1,  12,  6)  Metafile  Defaults  Replacement 

ERROR:  illegal  in  this  state  (2)  ,  std  B 
ERROR:  required  precursor  (0,  4)  not  yet  seen 
(15.1,  0)  (5,  11,  2)  Text  Precision  Stroke 

(0,  1)  occurred  1  time 

(0,  2)  occurred  1  time 

(0,  3)  occurred  1  time 

(0,  4)  occurred  1  time 

(0,  5)  occurred  1  time 

(1,  1)  occurred  1  time 

(1,  2)  occurred  1  time 

(1,  3)  occurred  1  time 

(1,  4)  occurred  1  time 

(1,  5)  occurred  1  time 

(1,  6)  occurred  1  time 

(1,  7)  occurred  1  time 

(1,  8)  occurred  1  time 

(1,  9)  occurred  1  time 

(1,  10)  occurred  1  time 
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(1,  11)  occurred  1  time 

(1,  12)  occurred  3  times 

(1,  12)  occurred  illegally  2  times 

(1,  13)  occurred  1  time  * 

(1,  15)  occurred  1  time 

(2,  1)  occurred  1  time 

(2,  2)  occurred  1  time 

(2,  3)  occurred  1  time 

(2,  4)  occurred  1  time 

(2,  5)  occurred  1  time 

(2,  6)  occurred  2  times 

(2,  6)  occurred  illegally  1  time 

(2,  7)  occurred  1  time 

(3,  1)  occurred  1  time 

(4,  1)  occurred  2  times 

(4,  4)  occurred  4  times 

(4,  13)  occurred  2  times 

(5,  3)  occurred  1  time 

(5,  4)  occurred  1  time 

(5,  11)  occurred  1  time 

(5,  11)  occurred  illegally  1  time 

{5,  14)  occurred  1  time 

(5,  15)  occurxed  1  time 

(5,  16)  occurred  1  time 

(5,  18)  occxirred  1  time 

(5,  34)  occurred  1  time 
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